
Magnetic Latching Relays 
Manufacturers 


Zhejiang Zhongxin New Energy Technology Co. , Ltd. is a professional China 
magnetic latching relays manufacturers and magnetic latching relays 
company , established in February 2016 after the Haiyan Zhongxin 
Electronics Co. , Ltd.’s stock reform, with a registered capital of 30 
million yuan. Is a high-tech enterprise specializing in the research and 
development, production, sales and service of high-voltage DC relays for 
new energy, automotive relays, magnetic holding relays, general 
electromagnetic relays and other products. It has more than 350 skilled 
employees, more than 50 highly educated technical R & D and management 
staff, more than 50 kinds of products and 1, 000 models, and an annual 
production capacity of more than 50 million. Products are widely used in 
high-voltage DC and low-voltage AC and DC applications such as automobiles, 
DC charging piles, photovoltaic power generation, rail transit, energy 
measurement, reactive power compensation, energy storage equipment, and 
household appliances. The company is located at No. 339 Jixing Road, 
ffanghai Street, Haiyan County, and is located in the central area of 
Shanghai, Hangzhou, Ningbo, and Suzhou in an hour. Offer all kinds of 
wholesale magnetic latching relays for our customers. 
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Low Power Three Phase 80A Magnetic 
Latching Relay 


• 3*80A switching capability 

• Very minimal power consumption from the coil 

• Strong resistance ability to shock and vibration 

• Heavy load up to 20KVA 

• 4KV dielectrics strength coil to contact 

• Outline dimensions:(100*45*21)mm 

• CE,RoHS,CQC compliant 

Type: Magnetic Latching Relays 

Theory: Electromagnetic Relay 

Usage: Household Appliances Relay, General Purpose 

Protective Characteristics: Sealed Relay 

Action Principle: Electromagnetic Type 

Protect Feature: Sealed 

Contact Load: Low Power/Intermediate Power 
Trademark: Zhongxin 
Origin: Zhejiang, China 
Rated Load: 80A 250VAC 


Click here: Magnetic latching relay 




